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UNCLASSIFIED 

PAGE 01 ATHENS 08775 231355Z 

43 

ACTION FBOE-00 

INFO OCT-OI EUR-I2 ISO-00 SY-05 /018W 

090891 

R23115IZ AUG76 
FM AMEMBASSY ATHENS 
TO SECSTATE WASHDC 6361 

UNCLAS ATHENS 8775 

E.O. 11652: N/A 
TAGS: ABLD GR 

SUBJ: PERIMETER FENCE - GATE LOCKS 

REE ATHENS 1587 

1. ARCHITECTS COLLABORATIVE INC. PREPARED AND EORWARDED PLANS 
TO EMBASSY WHICH INDICATED THAT LATCHING MECHANISM WOULD BE 
INSTALLED ON THE NEW GATES OF FENCE. THE TWO SLIDING GATES 
MARKED A AND B ON THE PLANS ARE INSTALLED (WITHOUT LATCHES). 
LATCHING MECHANISMS WERE NOT PROVIDED EOR IN ORIGINAL DRAWINGS 
AND SPECIFICATIONS AND THEY ARE NOT INCLUDED IN CONTRACT WITH 
LOCAL CONTRACTOR. 

2. THE TOTAL COST EOR LOCAL MANUFACTURE AND INSTLLATION OE 
GALVANIZED DROP BOLTS FOR 7 GATES FOR THE GATE LATCHING 
ECHANISMS AS DESIGNED BY ARCHITECTS COLLABROATIVE INC. IS $4350. 

3. POST REQUESTS APPROVAL FOR $4350 ALLOTMENT INCREASE AS SOON 
AS POSSIBLE SO WORK CAN CONTINUE ON THE COMPLETION OF THE 
FENCE WITHOUT DELAY. 
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